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Or. 61o Batta Gori . - • 

Deputy Director 

Division. of-Caacer Causa 4. Prevention 
National Cancer Institute / 

Bethesda, Maryland 20014 * 

Dear Dr. Gori* 


In view of your expertise and experience in the 
development and testing of cigarettes, I'wonder if 
you have ever studied, investigated, or tested any 
of the several proposals to produce a so-called self¬ 
extinguishing cigarette? 


I recall your earlier comments several years ago 
to former Senator Moss who advocated the mandatory 
development of such a product. Because similar legis¬ 
lation has been introduced in this^Congress, I would 
appreciate receiving any later information you may 
have to shed light on this highly technical subject. 

• 

With kindest regards and best wishes, I am 

Sincerely, 

cX? // 

L. H. Fountain 
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